
Box 82 Squarskum Road 
Howell, Hew Jersey 07731 
October 18, 1975 



Dr . John. K. Lattimer, Sc.O. ' : , ? 

Professor and Cha! rman . ; . ..' 

; Department.; of. Urology .2 'i. 

Col lege . of; Physicians, of Col umbla Urilvers ity ; 
r : 620, West^l 68th Street: 1. ....... l 

■ Mew.', York,' New., York ,1 0032 r "';, . T"! : 

I. Dear. . Dr.; Lattimer: 
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. Jhank: you for ^our letter^ of Spptensber t9i 1975 and the 

^publications, which: arrived; under separate cover,'! It is not. my 

~ i ntenti oh v to' p i ck anyone's';' .theory to p ieces,' but 1 do' apprec i ate 

..'.the opportunity .of .'corresponding, wl th, you ..on. this; particular' » 

..matter of , interest ’ - ^4"^- ■"! . 

** — uUt sets «,irgRt ?!-„*=. ,ia»« !<^s tr;o*e wear *.r«« toe 



tse» jacke- 



My* rifle was a 6.5x52mm Mannl Icher Carcano 91/38 but I 
use, a weaver., scope and mount, and so I wil l, rel y„ upon. the 
t , ? resul ts, obtained: f by f the..F.B^I . and" the Army as to the accuracy c 



had to use. 



entl 

-. — ... . , /. — — accuracy -.of 

fty.is Interest Ing to note however, that; that ' '* 



^.Depository carcano 
^particular rtfle did .not .have any metal shims fnstal led on ft. When 
!’ found but were later added by the F.B.I. f As far as i know, CBS 
^conducted the only, tests on moving targets but they would not give 
r lme a detailed report .on the number of hits their shooters madet ; ; 
^/Personally I find, that’ ! can "shot? much .better with out the use of 
the . telescopic sight on this rifle 
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_>• '? l'>'' 'rh 1 ^ke,' ammunition and in particular the 'penetration character- 
!';l,s;tlcs ojf.the pilssle Is what; J /am most Interested in at this point. 

7 Because df, f the!fact. that; the: Western Cartridge Company 1 ammo is . 

7 ; J mpo s s i b id: ‘.to, be.' had. on the open market,' 1 had to begin with 1 ammo’ 

• r . of^l tal lanVmanuf actur^ but i ate r_,.re 1 oadect my own rounds.! As you 1 
^ may, know the. '! tall an . arrcna ‘‘ 1 s 1 oade d to' a somewha t h igher ve l oci ty 
C’ 2480' fps ’)‘ 'thah'the' Western ammo ( 2167 fps )and although I would 




rounds as, well, as!, those ,frcm cartridges handloaded by me Vt Norma „ 
brass,, Remington primers, . DuPont powders and Italian bullets)-//:^ 
would always. emerge/.from.;the target medium, grossly deformed as./ „ 
v,..l lJustrated by. the: ‘photographs' previously sent to you., i, wrote l*,; “ 

1. to Winchester Western land was advised that .their bullets were based 
i /upon i tali anl'desi gn; drawi ngs, and that^the performance of both bul 1 ets 
^/soul d be rabout the ■same.". It was also interesting to note that that 
r company stll 1“! ns 1st .that none of. .the ammo in. question was ever put 
on' the. ma rke t ,t hough: 1; don’t know, what purpose 'this '..serves since 
"' they, are obvl’obsVy wrong J .^,; However , a poss ible answer to the problem 
/J ,of /f ragmentatiori came In correspondence' f room the H. P. White' Laborat- 
ory. 
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'Aas recommenced by Dr. Olivier 
( Army M&d I ca i Department 1962 
the bul lets shock wave trava * y 
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-••300 fps and ere a-: 
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rt.nK the* Western Cartridge Company actua 

oudutitetfawo different 6.5 bul lets, one with a." cupro-^ 

ii i ir . . > i- . “L. 



ly came 
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jacket and the ether with^ a steel " .jacket end as' far as ‘CBS 
is .concerned,, they 4on’.t know which was which and ..fonm your Biaterfal 
I am ^ndering .about, your bullets. Dr. Olivier used^hJ cupro- ’ 
cln^n Jested bul lets 'Which were assoc iatedVwith the Depository 
Carcano and even he was surprised by the '.'fact; It hat . the^5raaiiin^H 
very easly. o -Photographs -of his recovered -bul lets ere' -pub] Ished Tn 

^ne S To<£ ! Ukf ci% 9 ar T ?ort ^nd neither hlI h nor !n 

n,. ni t • 1 ^ Now » if I may, it seems to me that If 

P’*.? ?3 vaers bullets fsagment on bone, even the skull and in my 
humble tests ^they do the eame, It is diff Icul t. to see h2w thev 

no^w ? enetra u e : * 7 lnches pf - :P ' ne <3r three telephone polesanX 
not deform s however , I- accept your, reported resu 1 ts and can on lv 

^t2ef r jackets^ aPS y ° Ur ' hu1 ,ets mI 9 ht thDti have .been those wear ing^the 

...r, r - : ^ es tern Cartridge Company 'manufactured? ,, the' -6 ^5s°aooarent 1 v 

dMrin9 . wor,d ■*&* 1 ^ y 
• I c , earl y 50s < y 1954 ) The year of. '.the -lot ' frds wii I'rH ' f h» 

ammo. found in -the Depository, came, seems open to question but if ^ 

yours are rrom .the 1954 contract ^leaping tall build irios irias Inale 

thln^ tb d beJn 9 ™° re powerful! than a speeding locomotive, i Would 
think they are the saeel jacket ones, and if such is t he Sa se ^hen 

of U J^o G i s S tl n LJ he l Wr °r 9 w a TT • n your tests.- As hard as this type - 
'^.H 0 9 et ..> noted that you managed to obtain some and i was 
^ TfJV?? m ‘ 9 ht be wi 1.1 Ing to sell me some or if^t perhaps 

M hS bU 1 tS uT° ur son P u5Jed » which I. could reload In my own 
cases?. My use of this -material would be to conduct penetration t^sts 
of my own and also to^have a col lege chemistry .departSnl^detlrm Ini 

th ? :.c a? po,ltloB..ol' th e ,bullet .jackIts.:;Should*you P ag^"h^luld "5^ 

appy -to prov 3de you wi th cop ies of all correspondence as well 
photographs -from the .range tests. rresponoence as. well .as 

the-head ^ y ^Mli e u ter, ' yOU ?^ at ? ^ at the hui let, fragments from 
cne head shot,: would have very little force but then ao on to tha<- 

C 2 U ! d s£l11 account for the hits on the pavement reported by’ 

mSIs st?tke Y ™d erS f SO? In T 0ur experiments/Sd'the f?ag- 
n ? If * 1 d , * }, do see s °y In the Photograph on page 520 

be a h siJn?£ ^ f r ?? 4 :B ne New y ° rk Academy of Medicine )? There would 

rlnoe anS k^w. d 'I r r^ Ce JuSt kicki "S <*P <«« °" the 

If frrh 9 ou£ P' ec f s of pavement from the roadway. Also, 

road -s -heS^fpfr ^ d be heeoeo upward -away from the surface of the 
fo?ce°-o ™J Sft Ca r» how cou]d £ hey then decend with enough 
Cs e=ce such an impact? Once their initial velocity was 

» d * ?^ aV,ty wou1d tske ever and I seriously doubt that such 

of P ?hl £v!i«? ate a " ew Ve,OCiti ' “"•'<«"* to y dislod 9 ; pir??ons 

mv ianor-n^ n ?n rn?9 ^ th ?J et eng i ne blast effect, please excuse 
y . g orifice an suen matters but all i have to go by is a text whi^h 

rir^ C S!caf ri y D r- 01 ! Ylto ? nd !s en£ i tied Sound Ballistics 
thi ci Department 1962 ). ! n this book, it Is giben that 

at soeldc of 6800 t r sve?s f head of and away from the missle, 

C speeds of 4800 fps and creating pressures ever 1000 pounds per 
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square Inch- As 1 recall, the force exerted In the jet engine 
is in the same directions and the aircraft Is pushed forward. 
However, your tests showed the results to be Just the opposite! 
Following the blast In Z-313-4, JFKs head only moves forward a 
few inches from such a terrific force. Quite natural ^y o s ^ ou ^ 
any laboratory tests on this subject have been rTlmed, ~ltrwould 
not be for viewing by the general publ Ic but do you really fees 
the back brace was this significant? In my mind, it would seem , 
that the Impact of such a shot would have knocked JFK. against 
the back of the jump seat. Oh well.... 

Have you ever wondered just why the autopsy doctor? 
were prevented from dissecting the neck wound? Like the large 
"Y" incision, such an examination would have been hidden by the 
clothing had the casket been open to the public. 

I do not condemn the autopsy doctors who are responsible 
for a report that Is Just the opposite very through and detailed 
one given on his ailedged assailant. I really suspect that they 
were under threat real or implied from superior officers and from 
personal experience I can understand, but the fact that they put 
their signatures to that Instrument makes them fully responsible 
for Its content, good, bad or indifferent. This whole business 
?- ' of being in a rush to get It out of the way and having the rinas 
report at variance with pre eye witness descriptions of the wounds 
makes the whole thing stink. Recently I can across an FBI report 
( CD:7, page 281, file 89-3 ) in which it is stated that when the 
body was removed from the casket, it was ^discovered that surgery 
had al 1 ready been preformed on the top of the head. Such was not 
done by any of the Parkland doctors so who then?^ Was^the original 
wound which everyone said was located In the occipital region 
altered between the time the body left Dallas and reached the 
autopsy room at 3ethesda? 

Thanks again for your time and I hope to be hearing 
r from you again soon. 



Sincerely, 



/ Enclosures 

/ ' 

/ 
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Emory L Brown, Jr. 




